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INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 USIE-00 
TRSE-00 EUR- 12 ERDA-05 ISO-OO ERDE-00 SSO-OO 
ACDA-07 /033 W 

211628Z 046633/44 

O 211637Z APR 77 

FM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 6230 

CONFIDENTIAL OECD PARIS 1 1750 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, RO 

SUBJ: GERMAN INERTIAL NAVIGATION SYSTEMS TO ROMANIA - 
IL 1485 

REF: COCOM DOC. (77) 300 

1 . URGENCY PROCEDURE. TWO LTN 51 INERTIAL NAVIGATION 
SYSTEMS. VALUE $188,000, VALUE OF REPAIRS $6000. 

2. SYSTEMS BEING RETURNED TO TAROM ROMANIAN AIR TRANS- 
PORT AFTER RECONDITIONING IN GERMANY. ORIGINALLY EXPOR- 
TED BY US IN APRIL 1974 FOR USE ON BOARD BOEING 707 AIR- 
CRAFT OF TAROM. INITIAL PERFORMANCE OF SYSTEMS WILL 
NOT BE UPGRADED. REFER TO SIMILAR REQUESTS IN DOCS. 

(76) 1739, 1848, 1917, (77) 73 AND 249. 

3. AIRCRAFT FOR WHICH SYSTEMS ARE INTENDED URGENTLY 
NEEDED BY TAROM. 

4. UNDER EXISTING INSTRUCTIONS USDEL WILL APPROVE CASE 
APRIL 29 UNLESS INSTRUCTED TO CONTRARY. 

TURNER 
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